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3,101 (a> 

FACILITIES, GENERAL 

(af Goristrudion r-equiremerts. 

{1) Irxtoor arxJ outdoor housjng facilrtHBS for marine mammals must be slnjcturaliy sound and must be maintained in 
grxid latpeir fa protect IfiC animals Irpm injury. 

The shallow erd of it>e dolphin enclosure, which Ig notions as a separale medical pool, hag a concrele rim that is 
coated /nth stucco -llkia mat^nsl. This coalmg is cracKsd in many plaoss and pisoss at ths malsrial are missing 
leavirtg obvious holes and divots in the coating. At feast 3 loose pieces of Ihis coating were rested neirt to the pool 
edge during Ehts mapatlion. 

The rim of |hig pool abould be repaired pr replaced to mainlain the hcusing facility in gopd repair. Continued 
delonoratlon ol the sudaca coold rasoll In accidental in^stlon of a foreign body by the doltpnins. 
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This ircpection included all arimelg end related FaciFifies, lACUC function, dooumenfation and protocol review, 
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